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“SEP=1 DISKSVMSMASTER: Ri: Egat 2.SRCISRTTRNMSG.MSG; 1 


~TITLE RTTRNM 
~ IDENT tO 1000" ! File: SRTTRNMSG.MSG Edit: PDG3003 


‘oe Lapa ES Mig A: Nan haat tambomennet es enone. 
: * 
ie COPYRIGHT (c) 1978, 1980, 1982, 1984 8 * 
ie DIGITAL EQUIPMENT CORPORATION, MAYNARD. MASSACHUSETTS. « 
ie ALL RIGHTS RESERVED. * 
oc 

lt THIS SOF TWARE 1s FURNISHED UNDER A LICENSE AND MAY BE USED AND COPIED * 
iw ONLY IN ACCORDANCE WITH THE TERMS OF SUCH LICENSE AND WITH THE ®* 
NE ] 7 S SOF TWAR R Bre 0 * 

° t 
ie OTHER PERSON. NO TITLE TO AND OWNERSHIP OF THE SOFTWARE IS HEREBY * 
ie TRANSFERRED. ‘ 
. ® 
iw THE INFORMATION IN THIS SOFTWARE IS SUBJECT TO CHANGE WITHOUT NOTICE ®* 
ie AND SHOULD NOT BE CONSTRUED AS A COMMITMENT BY DIGITAL EQUIPMENT ®* 
ie CORPORATION. * 
® 

® 

& 

® 

a 

J 


!* DIGITAL ASSUMES NO RESPONSIBILITY FOR THE USE OR RELIABILITY OF ITS 
!* SOFTWARE ON EQUIPMENT WHICH IS NOT SUPPLIED BY DIGITAL. 


'® 
Vee Ree AAE AERA EE AEE A EEA EAA ee eee eee eeeee 
' 


'e¢ 

i 

FACILITY: SORT/MERGE specification file translator. 
ABSTRACT: 

i This file contains the definition for the error messages specific 
i to the SORT/MERGE ages ts seat oun file translator. The facility code 
for SORT/MERGE is 

ENVIRONMENT: VAX/VMS user mode 

AUTHOR: P. Gilbert, CREATION DATE: 15-Feb-1983 

MODIFIED BY: 

i 

i 

i 
ie 


703-001 Original 
103-008 hange sever ity of INV_LIMIT, add INV_QUAL. PDG 3-Mar-1983 
003 Add NOSTRIP_DATA error message. PDG 14-May-1984 


ANEW 9 ODN NEW 0 OD NAME WIN @ 0 OD NAME WWI $0 OD NOAUE WWI POU ONOUS Wh 
>o 


DUTT BB EBB EWI inononononononononony 2 2 2 


0000001C¢ FACILITY SRTTRN,28 /SYSTEM /PREFIX=SRTTRNS_ /MACRO=$SRTTRNDEF 
- SEVERITY FATAL 
-BASE 0 
01C oot INV_ALT <Invalid alter cate gottetin sequence field in header> 
1C800C INV_CONST <Invalid F/C field include or omit Line> 
108014 INV_CONT <Invalid continuation field in include or omit Line> 
01C801C INV_DATA <Invalid data type field in include, omit, or field Line> 


ued. 
MESSAGE/SDL=SRCS$: SRE TRNMSG/LI =L1S$: SRT TRNMSG/0BJ=0BJ$: SRT RNMSG SMSRCS: SRTTRNMSG 
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’ ~EEpi ake OS:S8517 DreKSVMCMAST ER: EoGRs $2. SRCISRTTRNMSG.MSGr 4? 
108024 7 INV_FIELD <Invalid field t in field Line> 
1CBOSA 34 INVILIMIT <invalid field Limit in include. omit, or field Line>/ERROR 
108032 INV_PROCESS <Invalid sort rocegs fie ld in header Line>/ERROR 
1€803C 60 INV_ QUAL <Invalid Tr ier>/FATA 
108044 61 INV_SEQ <Invalid se nce "tield n header Line> 
1C f 6¢ INV_STRIP <Invalid k ; vstr p jrelé fn qooter Line> 
1c 2 6 INV_TYPE <Invalid Line type in specification file> 
1€8058 64 LINE_NUM <Line numbers out of seaqyence>/ ARH 
108064 65 NO_FORCE TO <Missing force column ntorastion in force Line> 
1¢ SA 66 NO_HEADER meee header Line in spec ‘cation file>/ERROR 
1C 6 NO- PAIRS <No replacement peirs in altseq Line>/WARN 
1€807 68 UNR_ALTSEQ <Unexpected altseq Line, see column 26 9 header>/WARN 
108084 8 UNX_ FORCE p pare bie, cont Kyat ten of sforge key> 
1€80 0 ADDINCKEY <Keys added to avoid comparing ncompatibie keys>/ INFORMATIONAL 
1¢ 3 71 comes <Specit ication file is very complex - veri fy output>/ERROR 
01C809 i DATALONG <Output record length is longer than specified>/WARNING 
001C80A 6 NOSTRIP DATA <Specified output length used as defeu t data field length (nostrip) | 
75 END 
There were 0 errors warnings, and 0 informational messages iss 
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